ETag: "f37087b615b6a46434f2d5aafe528d21"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 6614
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Chief Bkptcy Judge Ronald B. King
x-archive-meta-case-name: Lothian Oil Inc
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: txwb
x-archive-meta-date-case-filed: 2007-06-13
x-archive-meta-docket-num: 07-70121
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 214105
x-archive-queue-derive: 0
x-upload-date: 2012-05-02T13:44:29.000Z
